Office of the ya of Central Intelligence 


Washington, D.C. 20505 


18 June 1982 


Colonel Phelps Jones 

Director, National Security and 
Foreign Affairs 

Veterans of Foreign Wars of th 
United States 

V.F.W. Memorial Building 

200 Maryland Avenue, N.E. 

Washington, D.C. 20002 


Dear Colonel Jones, 

Attached are the photos taken at your meeting 
with Mr. Casey on May 28. In addition to the 
inscribed photos, I send along the extras for your 
retention. 


Sincere] 


- Secretary to Mr. Casey 
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